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TRUNK TRANSMISSION MAINTENANCE INDEX 
GENERAL DESCRIPTION 


1, GENERAL 


1.01.1 This addendum is issued to supplement 
certain parts of the main section, 
Paragraphs below follow the numbering of the 


main section, 


1,.02,1 In the Southwestern Company the 

Trunk Transmission Maintenance Index 
will be prepared using the mechanized proce- 
dures, 
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